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Mike Hickey Returns to Concordia 


Mike Hickey has been named as Sports Information Officer at Concordia 
University replacing Trent Tilbury who has taken a full-time position in 
the business community. 


Hickey returns to Concordia University where he was Sports Information 
Director and Women's Basketball Coach from 1975-1985. He also served 
as Men's Basketball Coach and Sports Information Director at Sir George 
Williams prior to the merger with Loyola College and the subsequent 
formation of Concordia. 


Hickey's duties begin June Ist. 
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